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ORDINANCE NO. 89-5 

AN ORDINANCE OF THE BOARD OF COUNTY 
COMMISSIONERS OF PALM BEACH COUNTY, FLORIDA: 

AMENDING THE CODE AND LAWS OF THE ORDINANCES 
OF PALM BEACH COUNTY, APPENDIX F (ZONING 
CODE), AS AMENDED, AS FOLLOWS: AMENDING 

SECTION 200.2 (DEFINITIONS) RELATING TO 
"SANITARY LAND FILLS, VOLUME REDUCTION PLANTS 
AND RESOURCE RECOVERY FACILITIES"; AMENDING 
SECTION 500.5 (SANITARY LAND FILLS, VOLUME 
REDUCTION PLANTS AND RESOURCE RECOVERY 
FACILITIES) TO PROVIDE STANDARDS FOR REVIEW 
AND APPROVAL; AMENDING SECTION 601.D 
(AGRICULTURAL PRESERVATION DISTRICT; SPECIAL 
EXCEPTIONS SUBJECT TO COMMISSION APPROVAL) 

AND SECTION 602.D (AGRICULTURAL RESIDENTIAL 
DISTRICT; SPECIAL EXCEPTIONS SUBJECT TO 
COMMISSION APPROVAL) AND SECTION 613.D (LIGHT 
INDUSTRIAL DISTRICT; SPECIAL EXCEPTIONS 
SUBJECT TO COMMISSION * APPROVAL) -AND 614.D 
(GENERAL INDUSTRIAL DISTRICT; SPECIAL 
EXCEPTIONS SUBJECT TO COMMISSION APPROVAL) 

AND 617.B (PUBLIC OWNERSHIP DISTRICT; 

PERMITTED USES) TO CHANGE REFERENCE TO 
SANITARY LANDFILL, RESOURCE RECOVERY 
FACILITY, INCINERATOR AND SOLID WASTE 
TRANSFER STATION; PROVIDING FOR 
INTERPRETATION OF CAPTIONS; PROVIDING FOR 
REPEAL OF LAWS IN CONFLICT; PROVIDING FOR 
SEVERABILITY; PROVIDING FOR INCLUSION IN THE 
CODE OF LAWS AND ORDINANCES; AND PROVIDING 
FOR AN EFFECTIVE DATE. 

WHEREAS, Chapter 125 (County Government) of the Florida 
Statutes establishes the right and power of counties to provide 
for the health, welfare and safety of the existing and future 
residents by enacting and enforcing zoning and administrative 
regulations necessary for the protection of the public; and 

WHEREAS, Chapter 163 (Intergovernmental Programs) Part 
II (Local Government Comprehensive Planning and Land Development 
Regulation Act) of the Florida Statutes provides that the County 
shall have the power and responsibility to plan comprehensively 
for the future development and growth, including the adoption 
and implementation of appropriate land development regulations 
which are necessary and desirable to implement a comprehensive 
plan, as provided in Section 163.302 of the Florida Statutes; 
and 


WHEREAS, Appendix F (Zoning Code) of the Code of Laws 
and Ordinances of Palm Beach County expressed legislative intent 
is, in part, to promote, protect, and improve in accordance with 
present and future needs, the public health, safety, comfort, 
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good order, appearance, and convenience of the citizens of Palm 


Beach County, Florida; to conserve the value of land, buildings, 
and resources; to protect the character and maintain the 
stability of residential, agricultural, business, and industrial 
areas; and to provide the appropriate and best use of land, for 
preservation, protection, development, and conservation of the 
natural resources of land, water, and air, for convenience of 
traffic and circulation of people and goods, for healthful and 
convenient distribution of population, and for adequate public 
utilities and facilities; and 

WHEREAS, Palm Baach County will be requested to review 
and approve petitions for sanitary landfills, resource 
recovery facilities and incinerators; and 

WHEREAS, concern has been expressed that the Zoning Code 
contains inadequate standards for the review of landfill and 
incinerator proposals and that a deteriorated quality of life 
could arise from an inadequate review; and 

WHEREAS, the standards to review landfill proposals have 
not been revised since 1977 and are outdated; and 

WHEREAS, it is in the best interest of Palm Beach County 
to revise standards by which to review proposals for sanitary 
landfills, resource recovery facilities and incinerators; and 

WHEREAS, concern has been expressed that existing 
landfill and incinerator selection criteria do not adequately 
address community land use impacts; and 

WHEREAS, sanitary landfills and incinerators should be 
permitted in additional zoning districts, thereby providing 
additional options for siting them; and 

WHEREAS, on January 17, 1989, the Board of County 

Commissioners directed staff to address these concerns; and 

WHEREAS, it is necessary to revise the Zoning Code to 
effect policy direction given by the Board; and 

WHEREAS, the Board of County Commissioners of Palm Beach 
County, Florida, sitting as the Local Planning Agency, has 
determined that these proposed amendments to the Palm Beach 
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County Zoning Code are consistent with the adopted 
Comprehensive Plan of Palm Beach County, as required by Chapter 
163, Section 163.3194(2)(a) of Florida Statutes; 


NOW, THEREFORE, BE IT ORDAINED BY THE BOARD OF COUNTY 
COMMISSIONERS OF PALM BEACH COUNTY, FLORIDA, THAT; 

PART 1. AMEND DEFINITIONS. 

The Pctxm Beach County Zoning Code, Ordinance 73-10 (as 
amended), Section 200.2 (Definitions), is hereby amended as 
follows: 

RESOURCE RECOVERY AND MANAGEMENT FACILITY: See Resource 
Recovery Facility."below . 

Means-any-solid-waste-disposal-area- -volume-reduetien 
plant;—or— ether—f-aeility—the— purpose—of- - wh-ieh—is 
resource-reeovery-or-—the—disposal-,-reeyetingy 

RESOURCE RECOVERY FACILITY: See Section 500.5 (Sanitary 

Landfill, Resource Recovery Facility and 
Incinerator), Subsection B (Supplemental 
Definitions), below. 

Is—any—solid--waste—d-isposal--area 7 --voi-ume—reduetien 
plant r - -or- - ether—facility - -the- - purpose—of- - wh-i-eh—is 

re s ouree-reeovery-or- —the—disposal-,-reeyelingr 

processing -or -storage -of -solid -wastes- 
SANITARY LANDFILL: See Section 500.5 (Sanitary Landfill. 

Resource Recovery Facility and Incinerator) , 

Subsection B (Supplemental Definitions), below. 

A -d i sposal-facility -employing-an-engi nee r ed -method -of 
disposing - of-solid- -waste - o n - -l a nd- -in - a- -manner- -whieh 
minimises —environmental —ha Bards —by —spreading —the 
solid w a ste s -in -thin -layers 7- -providing -a -sand -fill -or 
approved—substitute—-cover-,—compacting—the-—solid 
wastes - -material—onee - -each—working - day - . —(-Grd - - -No-.— 
7-7—8i 
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SOLID WASTE: See—Section_ 50Q.5 _ (Sanitary Landfill. 

Resource-Recovery_Facility and Incinerator^ . 

Subsection B (Supplemental Definitions), below. 
fa -garbage r -rubbish T -refuse r -or -ether -diaearded -setid 

er—semisei-id— -met-er-i-ai-s—resuiting-front- —demesbier 

eemmereiat r - -indust-riei-;—agricultural- - -act-i-vi-t-i-es—and 

. < 4 * 

governmental -operations -exe lu ding -solids-er -dissolved 
material—in-—domestic—-sewage—er—ether—significant 
pollutants -in -water -resources -sueh -as -silt —dissolved 

or—suspended—solids—in-industrial—w ast e —water 

effluents—dissolved—m aterials -in—irrigation—return 
flows - or—other- - eommo n- -water—pollutants r —(Ord-r - No-.— 
7-7—8-)- 

PART 2. AMENDMENT OF ZONING CODE SECTION 500.5 (SANITARY LAND 
FILLS, VOLUME REDUCTION PLANTS AND RESOURCE RECOVERY 
FACILITIES). 

The Code of Laws and Ordinances of Palm Beach County, 
Appendix F (Zoning Code), Section 500.5 ( Sanitary Landfill. 
Resource Recovery Facility and Incinerator ) is hereby amended as 
follows: 

500.5 Sanitary land-fills 7 -volume—reduction—plants--and—resource 

recovery-faeiii-ties landfills, resource recovery 

facilities and incinerators. 

In addition to the requirements of sections 401.2 A. and B., the 
following information, requirements and regulations shall be met 
for all resource recovery facilities. 

A. PURPOSE AND SCOPE. 

These regulations concerning the disposal of solid waste 
are intended to reduce air, noise and water pollution, and the 
use of the land as an uncontrolled receptacle for improperly 
treated wastes. The regulations are intended to require solid 
waste disposal in a manner which protects the public health, 
safety, and welfare, conserves the values of land, buildings, 
and resources: protects the character and maintains the 

stability of residential, agricultural, business, and industrial 
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areas; and provides for the appropriate and best use of land. 

for preservation, protection, development. and conservation of 

the natural resources of land. water. and air and for 

convenience of traffic and circulation of people and goods; to 

enhance the environment, and to recover resources which have the 
potential of further use. 

The disposal of nonputrescible solid waste material for 
grade improvement done in conjunction with a building permit 
shall be exempted from this section's requirements and shall be 
regulated by the Palm Beach County ordinances relating to 
building construction. *Stora<^e of nonputrescible materials for 
future use shall be exempted from this section's requirements 
and shall be governed by other provisions of this Code. 


B. SUPPLEMENTAL DEFINITIONS. 

In addition to the definitions in Section 200.2 of this Code. 

the following supplemental definitions shall apply to 

interpretation of this Section: 

INCINERATOR;_A permanent facility operated alone or in 

conjunction with a resource recovery facility or landfill 

for the purpose of burning solid waste or trash to ash. 


± IN v— -L n Hi rttti vj r\ , rmoo uuxui . 

without orocessina. 

INCINERATOR. REFUSE DERIVED FUEL 

(RDF): 

Incineration of 

w ux jr r 

solid 

waste after orocessina the 

waste to 

remove non-burnables. 

INITIAL COVER: A 6-inch laver 

of compacted earth, or 

other 

suitable material as approved bv the 

Florida Department of 


Environmental Regulation (PER). used to enclose a volume 

of solid waste prior to intermediate or final cover. 
RESOURCE RECOVERY FACILITY: Is anv solid waste disposal area. 


j- w g w*- w 

which is resource recovery or the 

disposal , 

^ JLm V f W A. 

recvclina. 

orocessina or storaae of solid wastes. Anv 

part of a 

resource recovery facility that is a 

sanitarv landfill or 

incinerator shall be reaulated 

bv the 

applicable 


provisions of this section. 
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SANITARY LMBEILH_A_disposal facility that meets the criteria 

of Chapter 17-7 Florida Administrative Code employing an 

engineered method of disposing of solid waste on land in a 

manner which minimizes environmental hazards bv spreading 

the soxid wastes in layers, compacting it and providing a 

sand fill or approved substitute cover._Sanitary 

landfills are divided into three (3) categories based on 

the amount and type of wastes received at the landfill. 

There are varying reguirements depending upon the class of 

landfill (Florida Administrative Code Section 17-701.050, 

Sanitary Landfill Criteria). 

(1) Class I Landfills are those that receive an average 

of 20 tons or more of solid waste per day. Such 

sites shall receive an initial cover at the end of 

each working day. 

(2) Class II Landfills are those that receive an average 

of less than 20 ton of solid waste per dav. Such 

sites shall receive an initial cover at least once 

every four days. If Class II sites receive sewage or 

industrial sludges, dead animals, rendering wastes. 

or other nuisance wastes. Class I covering freguencv 

shall be reguired. 

f3 \ Class III Landfills are those that receive only 

trash or yard trash and are reguired to apply 

initial cover once every week. 

SOLID WASTE: Sludge from a waste treatment works, water supply 

treatment plant, or air pollution control facility or 

garbage, rubbish, refuse, or other discarded material. 

including solid, liquid, semisolid, or contained gaseous 

material resulting from domestic, industrial, commercial. 

mining, agricultural, or governmental operations. Solid 

waste does not include scrap, or new or used material. 

separated at the point of generation and held for purposes 
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of. recycling, sub ject to__state and local public health and 
safety laws. 


TRASH:-A—combination of yard trash and construction and 

demolition debris along with other debris such as paper. 

cardboard, cloth, glass, street sweepings, vehicle tires 

and other like matter. 

YARD TRASH:_Vegetative matter resulting from landscaping 

maintenance or land clearing operations and includes 

materials such as tree and shrub trimmings. grass 

clippings, palm fronds, trees and tree stumps. 

C. APPLICABILITY. 

Any person, firm, agency, association, corporation or 
authority desiring to operate a sanitary—-tend-—fi-i-l-—volume 
r educ tion —plant —and/or —re&ouree —reco v ery — facility sanitary 
landfill, resource recovery facility and/or incinerator shall 

meet the requirements of Part IV, Resource Recovery and 
Management, of Chapter 403, Florida Statutes, and. where 
applicable. Electrical Power Plants, as defined in Chapter 403. 

Florida Statutes. 

Further, the land use granted hereunder shall be 

conditioned on the owner's application for and compliance with 

permitting reguirements of applicable state and federal 

agencies regarding surface water, ground water, air emissions. 

and conservation of botanical and zoological species and 

habitat. 

In addition to the application reguirements of Zoning Code 

Sections 401.1 (Planning & Zoning Procedures: _ District 

Boundary Changes) and 401.2 (Planning & Zoning Procedures: 

Special Exceptions), applications for Sanitary Landfills and/or 

Incinerators shall include: 

1_s. A Compatibility Analysis less than one year old that 

describes the impact of the proposed facility on the 

surrounding area, as follows: 
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a_>_ The surrounding area is defined bv the distances 

expressed in Table 500.5.a. below. 

TABLE 500.5.a. 

RADIUS FOR COMPATIBILITY ANALYSIS 

Impact on Impact on Impact on 

Public Development Natural 

TYPE OF FACILITY Services Patterns Environment 


CLASS I & II 

CLASS III 
INCINERATOR 


1/2 mile 

1/8 mile 
1.5„ miles 


1/2 mile 

1/8 mile 
1.5 miles 


1/4 mile 


1/8 

mile 

IZ4. 

mile 


b. The contents of the compatibility analysis shall be 

as follows. 

The review of public services shall address the impact of 

the proposed facility on fire and emergency services. 

water. electric. and sewer service. the entire 

transportation system used to access the site. and 

proposed and existing school, civic and park uses. The 

review of impacts on residential and commercial 

development patterns shall identify proposed or existing 

commercial uses and all lands platted, zoned or used for 

residential development._The environmental analysis 

shall review the impact of the proposed sanitary landfill 

on endangered or threatened species, air quality, noting 

the direction of the prevailing wind. animal and 

vegetative habitats, and surface and groundwater quality. 

and noting any land within the 100-vear flood zone. 

2. Graphic illustration and narrative analysis of year round 

access routes to site. 

Ij. Graphic_ illustration showing location of any Class I 

surface_water_(as defined bv Florida_Department of 

Environmental Resources) within 3.000 feet of site. 
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An explanation of the type of sanitary landfill requested. 

I£_ shall describe the method of operation of landfill. 

including sequence of filling, areas to be landfilled. 

special waste areas, limitations on types of waste that 

may be disposed of. gas control devices, and leachate 

collection and disposal method. 

5_j_ The proposed date that land alteration will commence, the 
projected date of completion and plans for completed use. 
6_i_ An explanation of the Quantity of waste to be received. 

expressed in cubic yards per day or tons per dav. 

7. A statement specifying the hours of operation. 

#► 

8 . 


D. 

1 . 


2 . 


ror tne rurpose ot ini 

Subsection E below 

s section ana except as 

( Fencing. Screening. 

proviaea m 

Buffer and 

Setbacks). minimum distance reouirements shall 

be 

measured 

bv drawing a straight 

line between the closest 

property 

line of the proposed 

landfill, incinerator 

or 

resource 

recovery facility to 

the nearest point on 

an 

adjacent 

property line. The area defined as the buffer shall not 


be included in the distance reouirement. 

Setbacks. SITING CRITERIA. 

No sanitary landfill shall be located closer than two 
hundred (200) feet of any body of water (except canals 
used to lower on-site water tables , borrow pits and other 
bodies of water contained completely within the sanitary 

landfill site ) or on the watershed of any surface public 
water supply where leachate or runoff may result in 
violation of city, county, state or federal laws and 
regulations concerning the pollution of ground or surface 
waters. Enebooed-buildings-or—accessory—structures—sheii 
meet - -the— setbacks —of- - the—zoning- - -di-st-ri-et—in - -which—the 
property -ie -boea ted. 

Sanitary landfills and incinerators shall be sited to be 

separated from land zoned and used or platted and used for 

residential dwellings, and designated conservation areas. 
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Such required_separations_are described as minimum 

distances in Table 50Q.5.b. 


TABLE 500,5.b. 

MINIMUM DISTANCE REQUIREMENTS 

State or 

^ Federally 

Residential Designated 

TYPE OF FACILITY Development Conservation Area 


CLASS I & II 

1- 

| 

\/2 mile 

1/ 4s 

-1 

mile 

CLASS 111 

m 

1 

1/8 mile 

1/8. 

mile 

INCINERATOR 

1 

1 

1.5 miles 

1/4. 

mile 

1 


3. No sanitary landfill shall be located within 3.000 feet 

of Class I Surface Water fas defined bv Florida Department 

of Environmental Regulation)♦ 

4♦ A Class I sanitary landfill and incinerator must be 

located within 5 miles of a full service fire station. 

The assurance of adeouate on-site fire/rescue capability 

mav exempt certain landfills or incinerators from this 

reouirement. 

5. A sanitary landfill or ihcinerator shall only be sited 

where compatible with adjacent land use as determined by 

the Board of County Commissioners through review of the 

compatibility analysis. 

6. The minimum lot size for anv solid waste disposal site 

containing a Class I Sanitary Landfill shall be one-half 

section of gross acreage. 

E. FENCING.*. ANB SCREENING, BUFFER AND SETBACKS. 

Where deemed necessary by the Commission to protect the 
general public, safety fences of up to a height of six (6) feet 
may be required. The Commission may also require screening of 
at least seventy-five percent (75%) opaqueness to protect 
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neighboring property from potential loss of use or diminution 
of land value or use. 


A buffer around the perimeter of a Class I sanitary 


^ ^~ ^ ^ w a. ^ ?-L±JL 

The disposal of solid waste or ash mav not take place closer 

than 300 feet from anv property line: and. (2) No part of anv 

incinerator or its attached buildinas 

or structures shall be 

located within 800 feet of anv property 

line. The buffer shall 

be landscaped pursuant to Zonincr Code 

Section 500.35.E.3.c.4 

(Landscape Code. Minimum Planting 

reguirements. Perimeter 

Landscape Separating «* Incompatible 

TVoes of Development, 

Alternative Strip Number 3). 


In addition to the above buffer and setback reguirements. 

enclosed buildings or accessorv structures shall meet the 

setbacks of the zoning district in 

which the propertv is 


located. 


F. ACCESS. 

1. An access road, negotiable by loaded collection vehicles, 

shall be provided to the entrance of the facility. 

Aeeepfeabie - -fteeess—dees - -not—inetude - -reoi-dont-i-el—streefcsr 
Access shall be restricted to specific entrances with 
gates which can be locked at all times and which carry 
official notice that only authorized persons are allowed 
on the site. 

2. The route to access the site shall be only via approved 

expressway, arterial or collector streets. No access 

shall be through local or residential streets. 

G. DRAINAGE. 

1. All drainage facilities shall be approved by the county 
engineering department and all other appropriate governmental 
agencies and in no case will untreated surface water runoff be 
permitted to discharge directly into lakes, streams, drainage 
canals, or navigable waterways other than into or through 
approved on-site containment areas. 
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2. Sanitary landfills shall meet the guidelines of the Palm 
Beach County County Wellfield Protection Ordinance. 

3. The location of landfills in flood prone areas shall be 

governed bv the provisions of Chapter 17-7, FAC. 

H. PERFORMANCE STANDARDS. 

The operation of these facilities shall conform to all 
rules and regulations of all governmental agencies having 
appropriate jurisdiction and to the Performance Standards of 
this Code. 

I. RECLAMATION. » " 

All sanitary landfills and—open—a-i-r—resource—recovery 
faerirties shall submit a reclamation plan indicating proposed 
final elevations, ground covers, and proposed uses of the 
property , and reclamation of land used for the operation of 
sanitary landfills shall be as required bv Chapter 17-701, FAC. 

J. SURETY. 

Rehabilitation and reclamation approved surety shall be 
posted in the amount of two thousand five hundred dollars 
($2,500) per acre for the total acreage included in the special 
exception, unless bonded in phases. The surety shall: 

1. Run to the County Commission. 

2. Be in a form satisfactory and acceptable to the County 
Commission. 

3. Specify the time for completion of rehabilitation and 
reclamation. 

4. One half (1/2) of the surety shall be released upon the 
submission to and approval of all the following by the 
Site Plan Review Committee: 

a. Written certification by an engineer registered in 
the State of Florida that all performance guarantees 
have been satisfied. 

b. A certified "as built" drawing. 
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5. 


In the event that rehabilitation and reclamation is to be 


conducted in phases, the following additional 
requirements shall apply: 

a. A phasing plan is to be submitted indicating: 

1. ) acreage of each phase. 

2. ) proposed duration of sanitary landfill usage and 
19 rehabilitation of each phase. 

b. The Site Plan Review Committee must approve the 
phasing plan. 

c. Reclamation surety and rehabilitation for specific 
phases shall* not Ibe released- until rehabilitation 
has been completed in accordance with the approved 
rehabilitation plan and certified in writing by an 
engineer registered in the State of Florida. 

d. Upon commencement of rehabilitation of the initial 
phase the next phase may commence upon written 
authorization by the Department. The applicable 
surety must be on file prior to authorization by the 
Department for the commencement of excavation on any 
subsequent phase. 

K. RECORD OF LAND FILL USE. 

A record showing that the property was used for a resource 
recovery and-management facility shall be filed in the public 
records of Palm Beach County, Florida, to provide public notice 
in the chain of title that the subject premises has been used as 
a landfill site. 

L. EFFECT ON PREVIOUS APPROVALS. 

Sanitary landfills, resource recovery facilities, volume 

reduction plants and incinerators approved under Ordinance 77-8 

shall not be considered non-conforming uses. 

PART 3. 

The Code of Laws and Ordinances of Palm Beach County, 
Appendix F (Zoning Code), Section 601.D (Agricultural 
Preservation District, Special Exception Uses Subject to 
Commission Approval), is hereby amended as follows: 
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4 


PUBLIC AND PRIVATE UTILITY SERVICES and accessory buildings and 
structures including but not limited to the following: 

-Electric power and light substation. 

-Gas and water regulation station. 

- Incinerator (See section 500.51. 

- Resource recovery facility (See section 500.5^. 

- Sanitrrv landfill (See Section 500.5^. 

-Sewage treatment plant. 

- Solid waste transfer station (See Section 500.4). 

-Water tower, storage tank, reservoir, treatment plant. 
PART 4. •* 

The Code of Laws and Ordinances of Palm Beach County, 
Appendix F (Zoning Code), Section 602.D (Agricultural 
Residential District, Special Exception Uses Subject to 
Commission Approval), is hereby amended as follows: 

PUBLIC AND PRIVATE UTILITY SERVICES and accessory buildings and 
structures including but not limited to the following: 

-Electric power and light substation. 

-Gas and water regulation station. 

-Incinerator (See section 500.5) . 

- Ref use -and -brash -dumps - (-See -seebien -509- . 

- Resource recovery facility (See section 500.5>. 

-Sanitary land-fin landfill (See section 500.5). 

-Sewage treatment plant. 

- Solid waste transfer station (See section 500.4) 
-Telephone exchange building and substation. 

-Water tower, storage tank, reservoir, treatment plant. 
PART 5. 

The Code of Laws and Ordinances of Palm Beach County, 
Appendix F (Zoning Code), Section 613.D (Light Industrial 
District, Special Exception Uses Subject to Commission 
Approval), is hereby amended as follows: 

PUBLIC AND PRIVATE UTILITY SERVICES and accessory buildings and 
structures including but not limited to the following: 

-Electric power and light substation. 


14 














1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 


-Gas and water regulation station. 

-Incinerator (See section 500.5). 

- Resource recovery facility fSee section 500.5). 

-Sanitary tand-ffti landfill (See section 500.5). 

-Sewage treatment plant. 

-Refuse—and-garbage Solid waste transfer station (See 
section 500.4) 

-Telephone exchange building. 

-Water tower, storage tank, reservoir, treatment plant. 
PART 6. 

The Code of Laws* and Ordinances bf Palm Beach County, 
Appendix F (Zoning Code), Section 614.D (General Industrial 
District, Special Exception Uses Subject to Commission 
Approval), is hereby amended as follows: 

PUBLIC AND PRIVATE UTILITY SERVICES and accessory buildings and 
structures including but not limited to the following: 

-Electric power and light substation. 

-Gas and water regulation station. 

-Incinerator (See section 500.5). 

- Resource recovery facility (See section 500.5). 

-Sanitary landfill (See section 500.5). 

-Sewage treatment plant. 

-Sewage pumping station. 

-Refuse—end—Garbage Solid waste transfer station (See 
section 500.4). 

-Refuse -and -garbage -dumps - (-See -seefcien -S9-0- . 

-Telephone exchange building and work center. 

-Water tower, storage tank, reservoir, treatment plant. 
PART 7. 

The Code of Laws and Ordinances of Palm Beach County, 
Appendix F (Zoning Code), Section 617.B (Public Ownership 
District, Permitted Uses), is hereby amended as follows: 

PUBLIC AND PRIVATE UTILITY SERVICES and accessory buildings and 
structures including but not limited to the following: 

-Electric power and light substation. 
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-Gas and water regulation station. 

-Incinerator (See section 500.5). 

-Refuse -and -trash -dumps - (-See -seefcien -50-9- -Srf . 

- Resource recovery facility rsee section 500.5). 

-Sanitary landfill (See section 500.5). 

-Sewage treatment plant. 

- Solid^waste Refuse-end—garbage transfer station (See 
section 500.4) 

-Telephone exchange building and substation. 

-Water tower, storage tank, reservoir, treatment plant. 
PART 8. CAPTIONS. m * 

The Captions, section headings, and section designations 
used in this Ordinance are intended for convenience of users 
only and shall have no effect on the interpretation of the 
provisions of this Ordinance. 

PART 9. REPEAL OF LAWS IN CONFLICT. 

All local laws and ordinances applying to Palm Beach 
County in conflict with any provisions of this ordinance are 
hereby repealed. 

PART 10. SEVERABILITY. 

Should any section, paragraph, sentence, clause, or word 
of this ordinance be held to be unconstitutional, inoperative, 
or void, such holding shall not affect the validity of the 
remainder of this ordinance. 

PART 11. INCLUSION IN CODE. 

The provisions of this ordinance shall become and be made 
a part of the Code of Laws and Ordinances of Palm Beach County, 
Florida, and the various sections may be retitled, renumbered, 
or relettered to accomplish this purpose. 
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PART 12. EFFECTIVE DATE. 

The provisions of this ordinance shall become effective 
upon receipt of acknowledgement by the Department of State of 
the State of Florida. 

APPROVED AND ADOPTED by the Board of County 
Commissioners of Palm Beach County, Florida, on the 18th day of 


April 


T9 89 . 







, CLERK 

mmisafofiers 


PALM BEACH COUNTY, FLORIDA, BY ITS 
BOARD OF COUNTY COMMISSIONERS 



o fiT ce> utyl 

.A - a * 

e : S r>%~ 

. o 1 ' 

S^R^OVED AS TO FORM AND 
-..LEGAL SUFFICIENCY 


Uqajc'S, Ccgiu. 

County Attorney 

Acknowledgement by the Department of State of the State 
of Florida, on this, the 26th day Q f April , 19_^_. 

EFFECTIVE DATE: acknowledgement from the Department of 

State received on the 27th day- of April _, 19 89 , at 

10:37 A .Mr; and filed in the Office of the Clerk of the 
Board of County Commissioners of Palm Beach County, Florida. 


STATE OF FLOP!D -VO^feiS^OF PALM BEACH 
I, JOHN B. DUi'^li's.Wx-officio ClarK-pf th<> 
Board of Courr^t certify this to 

be a true and ; urecngirta! fitedir 

my office on - 

DATED at West Pfiim JL1M 

JOHN Clejc, o o' 1 /I 

Bv: c^ ^ _/_1 D.C 


wL£.s : / 

T', t . <?<7yc°. 0 o'' 

/^rinruiio"' 
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